Subject:  ALPR  Camera  Costs 

From:  Kevin  Kearney  </0=EXCHANGELABS/OU=EXCHANGE  ADMINISTRATIVE  GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN  =  B95C06125797468FAD5EA6F2F82F5DD7-KKEARNEY> 
Date:  6/15/18,  10:44  AM 

To:  'Brian  Villalogos  (BCVillal@lasd.org)1  <BCVillal@lasd.org> 


Brian  - 


Just  so  that  we  are  on  the  same  page,  the  ALPR  cameras  cost  $15,000  per  camera  with  a  $40  monthly  charge. 
Construction/installation  costs  would  come  out  to  about  $1,000  to  $5,000.  Times  everything  by  two  and  you  would  have 
the  costs  for  two  ALPR  cameras. 


Sounds  like  my  Council  Members  have  been  chatting  with  Margret  Finley,  and  she's  been  providing  substantially  lower 
costs.  I  want  to  make  sure  we  are  speaking  the  same  financial  language. 


Thanks , 
Kevin 


Kevin  R.  Kearney 

City  Manager  |  City  of  Bradbury 

600  Winston  Avenue,  Bradbury,  California  91008 
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